Test 6 

Microfilaria appears in peripheral blood at night 

Answer: 

True 



Trench fever is caused by 
answer. 
R.quintana 



The incubation international period of plaque is 6 days 

Answer: 

True 



Diagnosis of leishmaniasis is by a stained smear from ulcer 

Answer: 

True 



Rats are the reservoir of plaque 

Answer: 

True 



Egypt is a recipient area for yellow fever it means that 
answer. 
Positive vector negative virus 



The infective agent for malaria parasite is 

answer. 

Sporozoites 



As regard yellow fever choose the correct answer 
one answer. 
One of the quarantinable diseases 



Rickettsial pox is transmitted by 
answer. 
Mite 



A person leaving an endemic area for malaria needs 
prophylaxis for 
one answer, 
c. 6 weeks 



Which one of the following rickettssieal disease is transmitted 
by louse 
answer. 
Epidemic typhus 



Transovarian transmission occurs in 
Choose one answer, 
c. Rickettsia 



Extrinsic incubation period of malaria is 20 days 

Answer: 

False 



Otten's vaccine is a killed vaccine 

Answer: 

False 



Filariasis is the disease of lymphatics and lymph nodes 

Answer: 

True 



